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NO MONUMENT SET 





ORIGIN: This corner was calculated by extending the line between the brass disc found at the Center-East 1/16 corner of Section 28 (ClCr_L19) 
through the brass disc found at the intersection of the east/west center line of Section 28 with the Fee Take Line (#10638) until its intersection with 
the east line of Section 28. 


OTHER EVIDENCE: East/west fence remains were found on the west side of Lake Monroe, in line with the calculated position of this corner. 


HISTORY: The original surveyor set a wooden post at this corner, no subsequent historical references were found. The Monroe Reservoir Real 
Estate Segment Maps, Base Real Estate Maps, and Monumentation Maps on file in the Office of the Monroe County Surveyor indicate that this 
corner was 600 feet east of the fee take line. We accepted a calculated distance of 585.16 feet between the monument found on the fee take line 
and this corner. 


PERPETUATION: The theoretical location of this corner was accepted by the Monroe County Surveyor Review Board on September 18, 2017. No 
monument was set. This document is not complete without the associated plat and report of survey for Section 28-T7N-R1W by Rachel Oser, of the 
Monroe County Surveyor's Office, dated 9/20/2018 and recorded as Instrument Number 2018012963 in the Monroe County Recorder's Office. 
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Accepted by the Monroe ach hor 


County Surveyor Review Board _—_ Rachel Savich Oser, State of Indiana 
on September 18, 2017 Professional Surveyor No. 21100022 


A Monument Description: The calculated location of this corner is in Monroe Lake, no monument was set. 
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Trohn Enright-Randolph 
Monroe County Surveyor 


State Plane Grid Coordinates: Point No.:5240 Northing: 1371774.9', 


Easting: 3113699.4' 
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CiCr M1 9 Clear Creek Township MEFS Rachel Savich Oser Professional Surveyor 
_— Monroe County, Indiana NW 119 West 7th Street, Bloomington, IN 47404 (812) 349-2570 
File path: N:\Monument_Records\TO7N_R0O1W_ClearCreek\CICr_M19\Draw\TO7N_RO1W_ClCr_M19_C3D_TIES.dwg = Saved on: Sep 20, 2018 


Plotted on: Sep 20, 2018 


